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(a) Auxiliary cruisers (auxiliary warships),
(&) Vessels for transporting supplies and troops,
(c) Hospital ships.
The abovementioned authorities shall exchange indications regarding the merchant vessels which may come in question, and shall reach more precise agreements by direct negotiation with regard to the right of utilizing and disposing of them. These indications and agreements shall be appended to the Supplementary Agreement as Annex III. The Commander-in-Chief shall be responsible for keeping it constantly up to date.
Such auxiliary warships as are under military command shall be under the orders of the senior commander of warships of their nationality in the Mediterranean.
For the supply ships belonging to the Austro-Hungarian fleet, M essina and Maddalena shall be regarded as the proper bases. Spezia, Naples, or Taranto, according to the location of the seat of war, shall serve as the main bases for the hospital ships of the Allied Nations.
The German shipowners shall be instructed to bring such of their vessels as may be in the Mediterranean at the outbreak of war to Italian ports: mail boats to Spezia whenever possible, the remaining merchant vessels to Taranto or other Italian harbors exclusive of Genoa. Vienna, June 23, 1913.
Signed in draft: Kohler m. p.                    Cicoli m. p.                      Conz m. p.
For the true copy: A. Suchomel.